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NOIDOLS EYEWEAR 


SOUL 
ABOUN 
ABOUT 





No Idols is an independent and contemporary brand, 
founded in Barcelona (2017), with the desire to offer high 
quality sustainable glasses, that stands out for its cool 
designs. 


OUR 
COLLECTIONS 


Our collections are constantly under innovation, with a 
clear sophisticated urban style. 

Behind each design, there is imagination,freshness, 
spontaneity, freedom, art,culture, commitment, solidarity, 
sustainability... 
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MATERIALS 


HIGH QUALITY MATERIALS 

For the production of our grasses que only use high quality materials, such 
as Mazucchelli acetate. We also use surgical stainless steel for our most 
Premium line. All rods contain No Idols meta logo, properly integrated into 
each of them. This piece becomes the heart of the glasses, giving it the 
maximum harmony, not forgetting the market aesthetic contribution in 
every glasses. Besides, our hinges are German, meticously chosen to fit 
the dimensions and characteristics of each model. 


FRAMES 





The whole collection is produced by an accurate handmade proces, that 
allow us to transform raw materials in an ergonomic frames with precise 
angles, great strength and durability, with impeccable finishes. We are 
passionate about taking care of the small details. 


We are committed with designs that echo the latest trends, while being 
timeless and versatile. In this way, we get the perfect balance that 
encompasses both, bold and trend designs, with more moderate and 
sophisticated proposals. 


NOIDOLS EYEWEAR 





PENSES 
PENSES 
LENSES 





We use CR39 Organic and Polarized lenses to manufacture our sunglasses. 
Both protect 100% UVA radiation, ensuring a total safety protection and 
maximum visual comfort. 


All lenses have antiscratch coating. 





PUTUR 
МЛЕ 
CARE 


COMMITMENT 


COMMITMENT 
With the planet, with the environment and with ourselves. 


We are committed to a modern and responsible business vision. A project 
designed with the future in mind, with sustainability as a priority and sign 
of identity. We challenge and push the limits to make high quality glasses 
in a sustainable, respectful, and coherent way with the world we live in. 


We are constantly experimenting with new perspectives and solutions 
to make more glasses sustainable, in an innovative way, incorporating 
ecological and recycled materials, even with Up-cycling techniques. Since 
2020, we are producing the whole catalogue from responsible materials 
such as organic acetate. 


SIS Wiele Mal SIT Y 
INSPIRES 
OUR WANY 
TO SE THE WORLD) 


ECO 
ECO 





ECO EDITION 


Most of our catalogue is produced with organic acetate and eco 
plating to offer a more sustainable alternative. The plant origin of our 
ecological acetate is first class cotton without additives or chemical 
plasticizers. In this way, se significantly reduce the use of fossil materials 
and the carbon emissions in its manufacture 


Regarding the eco plating, is about our stainless steel glasses. They 
have an eco-friendly coating as well. We have left the traditional liquid 
stapling behind and have opted for an innovative technique where the 
materials are put in a vacuum environment throughout the process, 
and therefore does not generate any chemical liquid residue or 
wastewater. 
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DEMI FUSION VIOLET 
DEMIOI 





Material: 


Ecologic Acetate 
German Hinge 


Size: 49 mm 
Bridge: 24 mm 
Temple: 140mm 


NOIDOLS EYEWEAR 





DEMI BLACK 
DEMIO2 





DEMI FUSION 
DEMIOS 





DEMI CHAMPAGNE 
DEMIOA 


EMI 


Colors: 


Lens: 
Polarized 


NOIDOLS EYEWEAR 


te 


RYDER BLACK 
RYDEO2 


te 


RYDER HABANA KAKAO 
RYDEOS 








RYDER CRYSTAL VIOLET 
RYDEOA 





RYDER MARBLE KAKAO 
RYDEOI 


DE 





Material: Colors: 
Ecologic Acetate е е 

German Hinge mm 
Size: 51 mm Lens: | 
Bridge: 21 mm Polarized 


Temple: 142 mm 


D 
D 
b 
全 
nm 





NOIDOLS EYEWEAR 





DAMON ALL BLACK 
DAMOOI 


te 


DAMON HABANA 
OLIVE 
DAMOO2 


ge 


DAMON AMBER 
HABANA KAKAO 
DAMOO4A 








DAMON GREEN STRIPES 
DAMOOS 


DAM 





Material: Colors: 
Ecologic Acetate 

German Hinge 0000 
Size: 50 MM Lens: 
Bridge: 22 mm Polarized 


Temple: /45 mm 








NOIDOLS EYEWEAR 


— 





DYLAN CREAM DYLAN FUSION GREEN DYLAN FUSION CARAMEL DYLAN SMOKE BEIGE 
DYOOI 0у006 DYOO7 DY005 





DYLAN BLACK OLIVE 
DY002 





DYLAN HABANA OLIVE 
DYOOS3 





DYLAN FUSION KAKAO 
DYOO4 


DN 





Material: Colors: 
Ecologic Acetate 0020900 9 
German Hinge 
ize: Lens: 
Size: 49 mm Polarized 


Bridge: 27 mm 
Temple: 143 mm 





ROBERTS CREAM BLACK 
ROBEO4A 


Material: 
Ecologic Acetate 
German Hinge 





Size: 47 mm 
Bridge: 25 mm 
Temple: 142 mm 
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te 一 


ROBERTS CREEN 
ROBEOI 





te 一 


ROBERTS FUSION BLACK 
ROBEO2 


te 


ROBERTS CRYSTAL RED 
ROBEOS 








ROBERTS 


Colors: 


Lens: 
CR39 Organic 
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CAMERON FUSION HABANA 
САМЕО2 


Se 一 


CAMERON PINK BLACK 
CAMEOS 


222 


CAMERON ALL BLACK 
CAME04 








CAMERON CRYSTAL ROSE 
CAMEO] 


CAMERON 





Material: Colors: 
Ecologic Acetate TIL 
German Hinge 

Size: 51 mm Lens: | 
Bridge: 18 mm CR39 Organic 


Temple: 742 mm 
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CALLAS AMBER BROWN 
ONECALLO2 








CALLAS BLACK 
ONECALLO3 


Se: 


CALLAS CRYSTAL RED 
ONECALLO4 








CALLAS VIOLET BROWN 
ONECALLOI 
Material: Colors: 
Ecologic Acetate өө © 
vm lip German Hinge 
| | Size: 54 mm Lens: | 
Bridge: 19 mm CR39 Organic 


Temple: 142 mm 
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Be: 


GARDNER CRYSTAL BLUE 
ONEGARDOI 


GARDNER CRYSTAL 
CHAMPAGNE 
ONEGARDO2 


> 
سے 


GARDNER CRYSTAL 


ROSE 
ONEGARDO3 








GARDNER CRYSTAL OLIVE 
ONEGARDO4 


GARDNER 





Material: Colors: 
Ecologic Acetate 0000 
German Hinge 

Size: 52 mm Lens: | 
Bridge: 21 mm CR39 Organic 


Temple: /42 mm 
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Se 一 


ALBA ALL BLACK 
ONEALBAOI 


< 


ALBA COLORS OLIVE 
ONEALBA02 





te 


ALBA CRYSTAL OLIVE 
ОМЕДІВАО4 





ALBA CRYSTAL CARAMEL 
KAKAO 
ONEALBAOS 


EBA 





Material: Colors: 
Ecologic Acetate eee 
German Hinge 

Size: 57 mm Lens: 

Bridge: 77 mm CR39 Organic 


Temple: /40 mm 
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BRANDO FISION 


VS 








BRANDO FIRE OLIVE CRYSTAL BRANDO FUSION GREEN BRANDO ALL BLACK 
BRAOOI BRA004 BRAOO5 BRAOO7 

BRANDO HABANA 

VOLCANO OLIVE 


BRAOO2 


М же 


BRANDO FUSION 


CARAMEL OLIVE 
BRAOOS 





BRANDO FUSION BLUE 
BRAOO6 


BRAND © 





Material: Colors: 

Ecologic Acetate eoo? ге 
German Hinge 

Size: 5] mm Lens: 

Bridge: 27 mm Polarized 


Temple: /40 mm 
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Se 一 


PENELOPE ALL BLACK 
ОМЕРЕМЕОТ 


Se 一 


PENELOPE HABANA 


KAKAO 
ONEPENEO2 


ve 


PENELOPE CRYSTAL 
ROSE KAKAO 
ONEPENEOS 








PENELOPE CRYSTAL 
CHAMPAGNE OLIVE 
ОМЕРЕМЕО4 


PENEEFORE 





Material: Colors: 
Ecologic Acetate eo _ 
German Hinge 

Size: 5] mm Lens: | 
Bridge: 18 mm CRS9 Organic 


Temple: /45 mm 
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Se 一 


JENNIFER ALL BLACK 
ONEJENNOI 


Se 一 


JENNIFER CRYSTAL 
CHAMPAGNE OLIVE 
ONEJENNOS 


Se = 


JENNIFER CRYSTAL 


NUDE KAKAO 
ONEJENNO4 








JENNIFER COLORS OLIVE 
ONEJENNO2 


МАШ» 





Material: Colors: 
Ecologic Acetate e^» e 
German Hinge 

Size: 53 mm Lens: | 
Bridge: 15 mm CR39 Organic 


Temple: 145 mm 
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JESSICA MARBLE 
WHITE BLACK 
ONEJESSO2 





JESSICA CRYSTAL 


RED BLACK 
ONEJESSOS 


Se 一 


JESSICA FUSION 
BROWN OLIVE 
ОМЕЈЕ5504 


JESSICA 





JESSICA ALL BLACK 
ONEJESSOI 





Material: Colors: 
Ecologic Acetate 09200 
German Hinge 

Size: 54 MM Lens: | 
Bridge: 16 mm CRS9 Organic 


Temple: 140 mm 
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te 


DEAN ALL BLACK 
DEOOI 





DEAN MARBLE 


WHITE GREY 
DEOOS 





DEAN GREEN 


HABANA GRADIENT 
DEOO6 





DEAN HABANA BLACK 
DEOO2 
Material: Colors: 
Acetate өөө 
Stainless Steel vo 
Size: 5] mm Lens: 
Bridge: I9 mm CR39 Organic 


Temple: 145 mm 





LENNON GOLD KAKAO 
LENOO7 


NOIDOLS EYEWEAR 


Se 一 


LENNON DARK 
SILVER BLACK 
LENOOI 


LENNON SILVER 


BLUE GRADIENT 
LENOO6 


%- 


LENNON GOLD OLIVE 
LENOOS 





PENN 


Material: 
Stainless Steel 


= ж” Size: 50 mm 


Bridge: 27 mm 
Temple: 143 mm 





Colors: 


Lens: 
Polarized 
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te 


MALCOM X 


HABANA BLACK 
MX002 


Se 


MALCOM X 


HABANA BLUE 
MX003 





ee 


MALCOM X 


FUSION GREY 
MX005 





MALCOM X ALL BLACK 


MALCOM XX — 


Material: Colors: 


Acetate 0:00 
Stainless Steel Әт 


Size: 5] mm Lens: | 
Bridge: 27 mm CRS9 Organic 


Temple: /45 mm 





NOIDOLS EYEWEAR 





TINA ROSE HABANA TINA ALL BLACK 


KAKAO GRADIENT 11002 
11007 





ТІМА МАТЕ НАВАМА 


KAKAO GRADIENT 
11004 





TINA CRYSTAL 


BLUE CRADIENT 
11005 


TINA CRYSTAL ROSE KAKAO 
11006 


ШЫҒА 


Material: Colors: 
Acetate — 00009 
ве? German Hinge 
t ь" 
Size: 54 mm Lens: | 
Bridge: 19 mm CR39 Organic 


Temple: /45 mm 
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AVRIL GOLD SEA 
ONEAVRIO2 








AVRIL GOLD KAKAO 
ONEAVRIOS 


AVRIL COOPER KAKAO 
ONEAVRIO4 








Б 


Material: 
Stainless Steel 


Size: 54 mm 
Bridge: I9 mm 
Temple: 145 mm 


Colors: 


Lens: 
CR39 Organic 


AVRIL GOLD OLIVE 
ONEA VRIOI 
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COBAIN SILVER BLUE 
СОВООЗ 





COBAIN GOLD OLIVE 
COBOO4 





COBAIN DARK SILVER BLACK 
COBOO5 


COBAIN 





Material: Colors: 
Stainless Steel eoo 
Size:58 mm Lens: 
Bridge: 19 mm Polarized 


Temple: /45 mm 


NOIDOLS EYEWEAR 
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WALKER SILVER BLACK 
ONEWALKO2 


Se ` 


WALKER DARK 


SILVER BLACK 
ONEWALKOS 


ge 


WALKER ALL BLUE 
ONEWALKO4A 





WALKER GOLD OLIVE 
ONEWALKOI 


WALKE 





Material: Colors: 
Stainless Steel — I I 
Size: 53 mm Lens: | 
Bridge: 22 mm CR39 Organic 


Temple: /40 mm 





PERRY GREEN HABANA OLIVE 


PEROO2 





өө 


Material: 
Acetate 
German Hinge 


Size: 50 mm 
Bridge: 20 mm 
Temple: 137mm 


NOIDOLS EYEWEAR 


te 


PERRY CRYSTAL 
CARAMEL 
PEROOI 


%- 


PERRY FIRE OLIVE 
PEROOS 





PERRY BLUE HABANA 
PEROO4 


АА 


Colors: 


Lens: 
CR39 Organic 
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` ` 
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GARBO MARBLE 


WHITE GRADIENT 
ONEGARBO2 


ve 


GARBO CRYSTAL 


CARAMEL BLACK 
ONEGARBO3 


Se 一 


GARBO BLUE 


GRADIENT 
ОМЕСАКВО4 








GARBO ALL BLACK 
ONEGARBOI 
Material: Colors: 
Acetate e б @ e 
— OM 
Size: 50 mm Lens: | i | 
Bridge: 19 mm CR39 Organic 


Temple: /45 mm 





JACKSON GOLD BLUE 
JAC0062 


NOIDOLS EYEWEAR 


Se 一 


JACKSON SILVER 
BLACK GRADIENT 
УАС004 


JACKSON GOLD OLIVE 
JAC005 


JACKSON GOLD 


KAKAO GRADIENT 
JACOO7 








JAGKS 


Material: 
Stainless Steel 





Size: 58 mm 
Bridge: 16 mm 
Temple: 142 mm 


Colors: 


Lens: 
Polarized 


NOIDOLS EYEWEAR 








STEWARD 56 GOLD OLIVE 
S | ЕДИЛ 9) D) 56 Е 
Material: Colors: 
Stainless Steel e 
Size: 56 mm Lens: ` 2 
Bridge: 16 mm CR39 Organic 


Temple: 142 mm 





STEWARD 58 GOLD KAKAO 


STE58002 


NOIDOLS EYEWEAR 


ve ` 


STEWARD 58 
GOLD OLIVE 
STESSOOI 


N 
7 4 


STEWARD 58 SILVER OLIVE 
STE58005 


ve 


STEWARD 58 


DARK SILVER BLACK 
STE58004 





SHEMARE 





ve 


Material: 
Stainless Steel 


Size: 58 mm 
Bridge: 16 mm 
Temple: /42 mm 


Colors: 


Lens: 
CR39 Organic 


NOIDOLS EYEWEAR 





JOLIE GOLD OLIVE JOLIE SILVER KAKAO 
JOLOOI JOLOOS 





JOLIE COOPER BLUE 
JOLOOS 





JOLIE GOLD KAKAO 








GRADIENT 
JOLOOA 
JOLIE SILVER BLACK GRADIENT 
JOLOO2 
Material: Colors: 
Stainless Steel 0000 
. Lens: 
Size: 53 mm | 
CR39 Organic 


Bridge: 18 mm 
Temple: 142 mm 


NOIDOLS EYEWEAR 





HENDRIX GOLD KAKAO 
TRANS HENDRIX COOPER BLUE HENDRIX SILVER SEA 
HEOOA HEOOS HEOOI 





HENDRIX SILVER 


BLACK GRADIENT 
HEOO2 





HENDRIX GOLD OLIVE 
HEOOS 


HENDRIX GOLD KAKAO GRADIENT 
HEOO6 


пе ДО 





Material: Colors: 
ee Stainless Steel ©6 e00 
。 Lens: 
$ize: 5] mm | 
CR39 Organic 


Bridge: 27 mm 
Temple: 142 mm 


NOIDOLS EYEWEAR 





SPEARS GOLD OLIVE 
SPEOOI 





SPEARS GOLD KAKAO 


GRADIENT 
SPE002 





SPEARS GOLD 


ORANGE GRADIENT 
SPEOOS 





SPEARS ROSE BLACK GRADIENT 
5РЕ004 


SPEAR 





Material: Colors: 
Stainless Steel © © © © 
。 Lens: 
Size: 56 mm | 
CR39 Organic 


Bridge: 20 mm 
Temple: /42 mm 





GAGA GOLD ROSE GRADIENT 


GAG002 


NOIDOLS EYEWEAR 





GAGA GOLD OLIVE 
GAGOOI 


GAGA GOLD 


KAKAO GRADIENT 
САСООЗ 


Se: 


GAGA SILVER 


BLUE GRADIENT 
САС004 





GA 


Material: 
Stainless Steel 


Size: 56 mm 
Bridge: 20 mm 
Temple: /42 mm 


Colors: 


Lens: 
CR39 Organic 
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À | 





ROLLING GOLD OLIVE 
ROLOOI 


~ 
y 


ROLLING COOPER 


KAKAO GRADIENT 
ROLOO2 





ROLLING DARK 


SILVER BLACK 
ROLOO4 





ROLLING SILVER GREY 
ROLOOS 


ROLLING 





Material: Colors: 
Stainless Steel Ф сс 
。 Lens: ` 4 | 
Size: 54 mm | 
Bridge: 21 mm CR39 Organic 


Temple: /42 mm 





TIMBERLAKE DARK SILVER BLACK 
ONETIMBEO2 


NOIDOLS EYEWEAR 





TIMBERLAKE GOLD OLIVE 
ONETIMBEOI 





GAGA GOLD 


KAKAO GRADIENT 
ОМЕТІМВЕОЗ 


ve 


GAGA SILVER 


BLUE GRADIENT 
ONETIMBEOA 





MIB AIS 


Material: 
Stainless Steel 





Size: 49 mm 
Bridge: /9 mm 
Temple: /40 mm 


Colors: 


Lens: 
CR39 Organic 


NOIDOLS EYEWEAR 


EDGE GOLD OLIVE 
EDGOO! 








EDGE SILVER BLACK 
EDGOOS3 


- 
E => 
ж- 


EDGE DARK 


SILVER BLACK 
EDGOO4 





EDGE GOLD KAKAO GRADIENT 
2005002 


EDGE 





Material: Colors: 
Stainless Steel 111. 
。 Lens: 
Size: 54 mm | 
CRS9 Organic 


Bridge: 21 mm 
Temple: /42 mm 





CLAPTON CRYSTAL BROWN 
CLAOOSV 


NOIDOLS EYEWEAR 


te ` 


CLAPTON BLACK 
CLAOOIV 


no ý 


CLAPTON HABANA 
CLAOO2V 


te 


CLAPTON DARK HABANA 
CLAOOAV 








GLAPTON 


Material: 
Acetate 
Stainless steel 





Size: 53 mm 
Bridge: /9 mm 
Temple: /40 mm 


Colors: 


Lens: 
Polarized 


NOIDOLS EYEWEAR 





PATAKY GOLD OLIVE 
ONEPATAOI 





PATAKY SILVER SAND 
ONEPATAOS 





PATAKY WHITE GREY 
ОМЕРАТАО4 


PATAKY GOLD KAKAO GRADIENT 
ONEPATAO2 


PY NULLS 





Material: Colors: 
Stainless Steel ТІС: 
。 Lens: 
Size: 52 mm | 
CR39 Organic 


Bridge: 18 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


+“ = 


JANIS SILVER VIOLET 
JANOO2 


te ` 


JANIS COOPER SEA 
ЈАМООЗ 


°° 


JANIS GOLD KAKAO 


GRADIENT 
JAN004 





JANIS GOLD BLACK GRADIENT 
JANOOI 


JANIS 


Material: Colors: 
Stainless Steel 009 





Lens: 


Size: 54 mm 
u CR39 Organic 


Bridge: 20 mm 
Temple: /42 mm 
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DIETRICH RED BLACK 
ONEDIETOI 


DIETRICH WHITE 


BLACK 
ONEDIETO2 








DIETRICH ALL BLACK 
ONEDIETO3 


DIETRICH GOLD OLIVE 
ONEDIETO4 


DIENIRIC RÎ 





Material: Colors: 
Stainless Steel өле 
。 Lens: 
Size: 53 mm | 
CR39 Organic 


Bridge: 14.5 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


te 0 


FOX GOLD GREEN 
ONEFOXOI 


ve^ 


FOX ALL ROSE 
ONEFOXOS 


-.. 


FOX DARK SILVER 








BLACK 
ONEFOXOA 
FOX SILVER BLUE 
ONEFOXO2 
Material: Colors: 
Stainless Steel © © e © 
。 Lens: 
Size: 5] mm | 
CR39 Organic 


Bridge: 19 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 





SWIFT ROSE 


KAKAO GRADIENT 
ONESWIFO2 





SWIFT SILVER 


SEA GRADIENT 
ONESWIFO3 





SWIFT GOLD GREEN 
ONESWIFO4 





SWIFT GOLD OLIVE 
ONESWIFOI 


SWP U 





Material: Colors: 
Stainless Steel өр э 

。 Lens: 
Size: 54 mm . 
Bridge: 16 mm CR39 Organic 


Temple: /40 mm 


NOIDOLS EYEWEAR 


ve ` 


NATALIE GOLD OLIVE 
ONENATAOI 





NATALIE GOLD SAND 
ONENATAO2 





NATALIE SILVER BLUE 
ONENATAOS 





NATALIE DARK SILVER BLACK 
ОМЕМАТАО4 


NATALIE 





Material: Colors: 
Stainless Steel 0909 
。 Lens: 
Size: 5/7 mm | 
CR39 Organic 


Bridge: 16 mm 
Temple: 142 mm 


NOIDOLS EYEWEAR 


` 





е, 


КАКАО СКАП!ЕМТ 
ONECRUZO2 





CRUZ RED 


BLACK GRADIENT 
ONECRUZOS 





CRUZ SILVER BLACK GRADIENT 
ONECRUZ04 


CRUZ 


Material: Colors: 
Stainless Steel © © © 
Lens: 





Size: 55 mm | 
Bridge: 18 mm CR39 Organic 


Temple: /42 mm 


NOIDOLS EYEWEAR 


Se: 


MANDELA HABANA OLIVE 
МАООЗ 








MANDELA ALL BLACK 
МАОО2 


MAINIDEIPA 





Material: Colors: 
Acetate өө 
German Hinge 

Size: 58 mm Lens: 
Bridge: 16 mm Polarized 


Temple: /40 mm 


NOIDOLS EYEWEAR 





LR — 


WILLIS ALL BLACK 
WILOOI 


V 


WILLIS HABANA OLIVE 
WILOO2 








WILLIS CRYSTAL GREY 


S WILOOS 
Material: Colors: 
Acetate еее | 
M N >< 7 
Size: 5] mm Lens: 
Bridge: 18 mm Polarized 


Temple: /40 mm 


NOIDOLS EYEWEAR 


BOGART BLACK 
BOGOOIV 


te 一 


BOGART AMBER 
BOGOOSV 








BOGART HABANA 
BOGOO2V 


BOGART 





Material: Colors: 
Acetate 

German Hinge eee 
Size: 51 mm Lens: 
Bridge: 19 mm Polarized 


Temple: 140 mm 


NOIDOLS EYEWEAR 





CHAPLIN BLACK 
CHAOOIV 





CHAPLIN HABANA 
CHAOO2V 





CHAPLIN NUDE 
CHAOO3V 


GNP 





Material: Colors: 
Acetate @ e CH 
German Hinge 

Size: 49 mm Lens: 
Bridge: 21mm Polarized 


Temple: 140 mm 





FREDDY SILVER 
ШЕ 2/ 





NOIDOLS EYEWEAR 


222 
әд 


FREDDY COLD 
FROOIV 


REDEN 


Material: 
Stainless Steel 


Size: 57mm 
Bridge: 15 mm 
Temple: /40 mm 


Colors: 


Lens: 
Polarized 


NOIDOLS EYEWEAR 





FRANKLIN BLACK 
FRAOOIV 


te 


FRANKLIN HABANA 
FRAOO2V 





FRANKLIN HABANA 
FRAO04V 





FRANKLIN ROSE 
FRAOOSV 


БЕТА 





Material: Colors: 
Acetate eo 
German Hinge 

Size: 49 mm Lens: 
Bridge: 27 mm Polarized 


Temple: /40 mm 


NOIDOLS EYEWEAR 





LOREN CRYSTAL VIOLET 
LOROOSV 





LOREN CRYSTAL CHAMPAGNE 
LOROO4V 


EOREIN 





Material: Colors: 
Acetate @ 
German Hinge 

Size: 51 mm Lens: 
Bridge: 18 mm Polarized 


Temple: 140 mm 


NOIDOLS EYEWEAR 


te 


PITT BLACK 
PITOOIV 


Se: 


PITT HABANA 
PITOO2V 





PUU 


Material: Colors: 
Acetate өсе 
Сегтап Ніпде 

Size: 52 mm Lens: 
Bridge: 18 mm Polarized 


Temple: /40 mm 





PITT ORANGE 
PITOO3V 





MONROE BLACK GRADIENT 








Material: 
Acetate 
German Hinge 


Size: 55 mm 
Bridge: 17mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


9%- 


МОМКОЕ НАВАМА 


KAKAO GRADIENT 
MOOOI 


den 


MONROE PINK 


HABANA GRADIENT 
М0004 





MONROE 


Colors: 


Lens: 
CR39 Organic 


NOIDOLS EYEWEAR 





KELLY COLORS 


KAKAO GRADIENT 
KELOO2 





KELLY HABANA BLACK GRADIENT 
KELOOI 


Ма БИ 





Material: Colors: 
Acetate өс 

German Hinge 

Size: 55 mm Lens: 

Bridge: 77 mm CR39 Organic 


Temple: 140 mm 


NOIDOLS EYEWEAR 





BRIGITTE CRYSTAL 


VIOLET GRADIENT 
BRIOO2 





BRIGITTE CRYSTAL 


CHAMPAGNE GRADIENT 
BRIOOS 





BRIGITTE CRYSTAL GRADIENT 
BRIOOI 


ЕШСЛІШЕ 


Material: Colors: 
Acetate 

е ^ German Hinge 

С Size: 53 mm Lens: 
Bridge: 22 mm CR39 Organic 


Temple: /40 mm 


NOIDOLS EYEWEAR 





BULLOCK HABANA 


BLACK GRADIENT 
BULOOI 





BULLOCK COLORS 


BLUE GRADIENT 
BULOO2 





BULLOCK CRYSTAL BLUE GRADIENT 


LOCK 





Material: Colors: 
Acetate eo 
German Hinge 

Size: 5] mm Lens: 

Bridge: 18 mm CR39 Organic 


Temple: /40 mm 


NOIDOLS EYEWEAR 


%- 


MORRISON HABANA 


OLIVE 
MROO3 








MORRISON HABANA KAKAO GRADIENT 


MORRISON 





Material: Colors: 

Acetate C oO 
ery German Hinge 

Size: 55 mm Lens: 

Bridge: 77 mm Polarized 


Temple: /40 mm 


NOIDOLS EYEWEAR 


Va 


JAGGER ALL BLACK 
ЧА00! 





te 


JAGGER HABANA 


KAKAO 
JA003 





JAGGER HABANA OLIVE 
JA002 


JAGGER 





Material: Colors: 
Acetate Фе 4 
German Hinge 

Size: 58 mm Lens: 

Bridge: 20 mm CR39 Organic 


Temple: 140 mm 





ALANIS RED BLACK GRADIENT 
ALAOOSV 





NOIDOLS EYEWEAR 


ALANIS BLACK 
ALAOOIV 


ALANIS WHITE BLACK 
ALAOO2V 





ALANIS 


Material: 
Stainless Steel 


Size: 51 mm 
Bridge: ТӘ тт 
Temple: /42 mm 


Colors: 


Lens: 
Polarized 


NOIDOLS EYEWEAR 


LT, Р 
w 


BONO SILVER SKY 
BONOOS 





BONO COPPER VIOLET 
BONOO2 


BONO 





Material: Colors: 
Stainless Steel pp 

i Lens: 
Size: 55 mm | 
Bridge: 21 mm CRS9 Organic 


Temple: 142 mm 


NOIDOLS EYEWEAR 


Se ` 


PALTROW GOLD 
PALOOI 








PALTROW SILVER 
PALOOS 


PPE ROW 





Material: Colors: 
Stainless Steel o. 
> Lens: 
Size: 51 mm | 
CR39 Organic 


Bridge: 21 mm 
Temple: /42 mm 


NOIDOLS EYEWEAR 








ELVIS BLACK 
ELOOIV 
Material: Colors: 
Stainless Steel © CD 
Size: 52 mm ии 4 
Bridge: 20 mm PES 


Temple: 142 mm 


NOIDOLS EYEWEAR 


Se 


TAYLOR FIRE OLIVE 
TAYOOSV 





TAYLOR HABANA BROWN GRADIENT 
TAYOO2V 


TAYLOR 





Material: Colors: 
Acetate се 
German Hinge 

Size: 52 mm Lens: 
Bridge: 17 mm Polarized 


Temple: /40 mm 


NOIDOLS EYEWEAR 


$g— 


DEEP BLACK 
DEPOOIV 


Be 


DEEP HABANA 











DEEP 


Material: Colors: 
Acetate @ q q 
German Hinge 

Size: 5] mm Lens: 
Bridge: 18 mm Polarized 


Temple: /40 mm 


DEPP FIRE 
DEPOO3V 
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NICKY BLACK 
NICKOI 


Ала 


NOIDOLS EYEWEAR 


oo 


NICKY AMBER 
NICKO2 


NICKY FUSION 
МІСКОЗ 


(O 
ر‎ 


NICKY CRYSTAL ROSE 
МІСКО4 


NI® 


Material: Color: 
Eco Acetate e e 4 
Stainless Steel 

Eco plating 


Size: 50 mm 
Bridge: 18 mm 
Temple: /43 mm 





NOIDOLS EYEWEAR 


уо 


MINAJ BLACK 
MINAOI 


092 


MINAJ ROSE 
MINAO2 





MINAJ CRYSTAL 
MINAO4 


MINAJ CRYSTAL RED 
МІМАОЗ 


a 


Material: Color: 


Eco Acetate e Q e 
Stainless Steel 
Eco plating 


Size: 52 mm 
Bridge: 18 mm 
Temple: /43 mm 








NOIDOLS EYEWEAR 


SG 一 


GUETTA BLACK 
GUETOI 


GO 


GUETTA GARNET 
GUETOS 


Ar 


GUETTA GREEN 
GUET04 





GUETTA FUSION BROWN 
С НЕЩО 


GUETTA 


Material: Color: 


Eco Acetate CH P» е e 


Stainless Steel 
nd Eco plating 


Size: 50 mm 
Bridge: 19 mm 
Temple: 143 mm 





“2.4” 





NOIDOLS EYEWEAR 


Wir" 


SOFIA BLACK 
SOFIOI 


002 


SOFIA GARNET 
SOFIO2 


SOFIA CRYSTAL 
SOFIO3 





SOFIA CRYSTAL ROSE 
SOFIO4 


Material: Color: 


Eco Acetate Ө e o 


Stainless Steel 
Eco plating 





Size: 51 mm 
Bridge: /8 mm 
Temple: 143 mm 





NOIDOLS EYEWEAR 


Ое 


JAIN BLACK GOLD 
JAINO2 


va 


JAIN PURPLE 
JAINOS 


FT 


JAIN GOLD ROSE 
JAINO4 





JAIN GOLD 
JAINOI 


AN 


Material: Color: 
Stainless Steel @ С) e Ө 
Eco plating I 

End tips eco acetate 





Size: 50 mm 
Bridge: 20 mm 
Temple: 142 mm 





NOIDOLS EYEWEAR 


x... 


GARRIX GOLD 
GARRIOI 


GARRIX GOLD ROSE 
GARRIOS 





GARRIX BLACK SILVER 
GARRIO4 


GARRIX BLUE SILVER 
GARRIO2 


GARRIX 


Material: Color: 
Stainless Steel ТІС. 
Eco plating 


End tips eco acetate Bag 


Size: 50 mm 
Bridge: 20 mm 
Temple: 143 mm 








AGUILERA PURPLE 
AGUIOS 


NOIDOLS EYEWEAR 


AGUILERA GOLD 
AGUIOI 


I 


AGUILERA GOLD ROSE 
AGUIO2 


igo 


AGUILERA RED 
AGUIO4 


АКО ВХ 


Material: Color: 
Stainless Steel e © 
Eco plating 

End tips eco acetate 


Size: 55 mm 
Bridge: 16 mm 
Temple: 143 mm 





NOIDOLS EYEWEAR 





LEBRON BLACK 
LEBROI 


O02 


LEBRON BLUE MATE 
LEBO2 


LEBRON GREEN STRIPES 
LEBRO4 





LEBRON AMBER 
LEBRO3 


FEBRO 


Material: Color: 


Eco Acetate C Ө С @ 


Stainless Steel 


Size: 51 mm 
Bridge: 18 mm 
Temple: /43 mm 








ARMIN BLUE NAVY 
ARMIO4 


NOIDOLS EYEWEAR 


O07 


ARMIN BLACK BLUE 
ARMIOI 


Oc? 


ARMING BLACK YELLOW 
ARMIO2 





ARMIN BROWN 
AGUIOS 


АРЕН 


Material: Color: 

Eco Acetate o o Qo Ө 
Stainless Steel 

Eco plating 


Size: 55 mm 
Bridge: 7 mm 
Temple: 143 mm 





NOIDOLS EYEWEAR 


ARIANA GOLD ROSE 
ARIAO2 


99-2 


ARIANA FUSION 
GOLD ROSE 
ARIAOS 


09 


ARIANA FUSION 


BLUE ROSE 
ARIAO4 





ARIANA AMBER HABANA 
ARIAO! 


ARIA 


Material: Color: 


Mazucchelli Acetate "AIL. 


КОС» Surgical stainless steel 


Size: 50 mm 
Bridge: /9 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


REDFORT CRYSTAL 
TOPREDFOI 


o 


REDFORT CRYSTAL GREY 
TOPREDFO2 


Оту 


REDFORT CRYSTAL KAKI 
TOPREDFO3 





REDFORT HABANA 


REDES 


Material: 
Mazzucchelli Acetate 


Surgical Stainless Steel 


Size: 51 mm 
Bridge: 20 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


I > 
\ 


COURTNEY GOLD 
COUROI 


COURTNEY VIOLET 
COUROS 


OR 


COURTNEY RED 
COURO4 





COURTNEY SILVER 
COURO2 


COW RMNEN, 


Material: Color: 
surgical stainless steel] eee € 


=I 3 
© 
i es Size: 58 mm 
Bridge: 15 mm 


Temple: 145 mm 


NOIDOLS EYEWEAR 


Se 一 


AMELIE BLACK 
TOPAMELOI 





AMELIE WHITE 
TOPAMELO2 


I 


AMELIE CRYSTAL VIOLET 
TOPAMELOS 





AMELIE SNAKE 
TOPAMELO4 


Ама 


Material: Color: 
Mazucchelli Acetate е ее 


German Hinge 


Size: 51 mm 
Bridge: /5 mm 
Temple: /45 mm 


NOIDOLS EYEWEAR 


OC > Об > 


PARADIS ROSE PARADIS BLACK 
РАРАО5 PARAOI 


OC? 


PARADIS HABANA 
PARAO2 


S 


PARADIS BLUE 
PARAOS 





PARADIS GREEN 
РАКАО4 


PARA 


Material: Color: 


Acetate ©) O e e Ө 


Stainless steel 


Size: 52 mm 
Bridge: /7 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


<> | 
0 


SALMA GREEN SALMA BLACK 
SALMO2 SALMO5 

SALMA FUSION 

NUDE BROWN 


SALMOS 





OD 


SALMA RED 
SALMOA 


SALMA BLUE 
SALMOI 


SAN 


Material: Color: 


Acetate © 6000 


Stainles Steel (Хх) 


Size: 54 mm 
Bridge: 15 mm 
Temple: /43 mm 





JARRE SILVER 
TOPJARROI 


г 


de 





NOIDOLS EYEWEAR 


s 


М е 


JARRE BLACK 
TOPJARRO2 


D 


JARRE GOLD 
TOPJARRO3 


JARRE BLUE NAVY 
TOPJARRO4 


RRE 


Material: Color: 
Surgical stainless steel] @ @ @ @ 


Size: 50 mm 
Bridge: 18 mm 
Temple: 140 mm 


NOIDOLS EYEWEAR 


BINOCHE GARNET 
TOPBINOOI 


BINOCHE BLACK 
TOPBINOO2 





BINOCHE COOPER GOLD 
ТОРВІМО04 


BINOCHE WHITE 
TOPBINOO3 


SIR OCR 


Material: Color: 
Surgical stainless steel оо ө Ө 
Cooper temples E 





Size: 53 mm 
Bridge: 14 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


Ar" 


PFEIFFER ORANGE 
TOPPFEIOI 


DI 


PFEIFFER CRYSTAL RED 
TOPPFEIOS 


X 


PFEIFFER BLACK 
TOPPFEIOA 





PFEIFFER HABANA 
TOPPFEIO2 


DEEIEBER 


Material: Color: 


Mazucchelli Acetate III) 


German Hinge 


Size: 55 mm 
Bridge: 16 mm 
Temple: /45 mm 


NOIDOLS EYEWEAR 


DICAPRIO GOLD 
TOPDICAOI 


— 


DICAPRIO DARK SIVLER 
TOPDICAOS 





DICAPRIO COOPER 
TOPDICA04 


DICAPRIO SILVER 
TOPDICAO2 


DICAR 


Material: Color: 


Stainless steel © © © © 
Cooper temples Ie, 
Size: 55 mm WE E 


Bridge: 20 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


қ 
< \ 
So 


SALANDER GOLD 
TOPSALAOI 


= 


SALANDER ROSE GOLD 
TOPSALAO2 


nn 


SALANDER SILVER 
TOPSALAOS 





SALANDER RED 
TOPSALAO4 


SAEANDER 


Material: Color: 
Surgical stainless steel Фо ФФ 


NA 2 Cooper temples 


Size: 53 mm 
Bridge: 15 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


NAKADIA GOLD 
NAKAOI 
( _ 
р Ó ` _ RN 
dä 


NAKADIA SILVER 
NAKAOS 


NAKADIA BLACK GOLD 
МАКАО4! 





NAKADIA VIOLET 
МАКАО5 


NAKADIA 


Material: 
Stainless steel 


Size: 5] mm 
Bridge: I9 mm 
Temple: 143 mm 


Color: 


NOIDOLS EYEWEAR 


| 


JOLIE SILVER PINK JOLIE GOLD CRYSTAL 
JOLOO5 JOLOOI 


Ss 
| 2 


JOLIE SILVER CRYSTAL 
JOLOO2 


SR 一 


JOLIE COOPER CRYSTAL 
JOLOOS 





JOLIE GOLD 
/01004 


ЕЕ 


Material: Color: 


Stainless steel 0006000 


52 = d ^ 


Size: 55 mm 
Bridge: 1/8 mm 
Temple: /42 mm 


NOIDOLS EYEWEAR 


ID 


Ge А 


KRAVIZ GOLD WHITE 
TOPKRAVOI 


— 


KRAVIZ GOLD 
TOPKRAV02 





KRAVIZ RED 
TOPKRAV04 





KRAVIZ SILVER 
TOPKRAVOS 


KRAMI 





Material: Color: 
Surgical stainless steel өө Ө 
Cooper temples 

Size: 50 mm 

Bridge: 20 mm 


Temple: /40 mm 


NOIDOLS EYEWEAR 


SO 


CARDINALE BLACK 
CARDOI 





CARDINALE CRYSTAL 
ROSE 
CARDO2 


ж 
^ 
ле 
” 
- 
a 


CARDINALE CRYSTAL 
RED 
CARDO4 





SINATRA HABANA 


SINOO2 
Material: Color: 
Ecologic Acetate oo е 
German Hinge 
= zm Size: 52 mm 
Bridge: 7 mm 


Temple: 142 mm 


NOIDOLS EYEWEAR 


09% 


POIROT BLACK 
TOPPOIROI 


POIROT SILVER CRYSTAL 
ТОРРОКОг 


S 


POIROT HABANA 
TOPPOIROS 





POIROT SILVER AMBER HABANA 
TOPPOIRO4 


PORO 


Material: Color: 


Mazucchelli Acetate oo Ө 


Surgical stainless steel X C7 


Size: 48 mm 
Bridge: 22 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


S 


BETTIE RED 
TOPBETTIOI 





BETTIE BLACK 
TOPBETTIO2 


SG 一 


BETTIE LEOPARD 
TOPBETTIO4 





BETTIE CRYSTAL NUDE 
TOPBETTIOS 


Ss Uis 


Material: Color: 


Mazucchelli Acetate oo е 


N 7 German Hinge 


Size: 52 mm 
Bridge: /6 mm 
Temple: 45 mm 


NOIDOLS EYEWEAR 


00° 


THURMAN BLACK 
ONETHUROI 





THURMAN CRYSTAL 
GOLD 
ONETHURO3 


00 


THURMAN CRYSTAL 
BLUE 
ONETHURO4 





THURMAN HABANA 
ONETHURO2 


MANI 


Material: Color: 


Acetate Ө eO C) (2 
Stainless steel AG 


Size: 51 mm 
Bridge: 20 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


202 


THERON CRYSTAL 
TOPTHERO2 


OO? 


THERON CRYSTAL 
BLUE NAVY 
ТОРТНЕКО2 


OO 


THERON CRYSTAL RED 
TOPTHERO3 





THERON CRYSTAL NUDE 
TOPTHERO4 


Шла 


Material: Color: 


Mazucchelli Acetate сффе 


| German Hinge 


Size: 55,5 mm 
Bridge: 16,5 mm 
Temple: 145 mm 


NOIDOLS EYEWEAR 


Se 一 


FREUD SILVER BLACK 
TOPFREUOI 


Se 一 


FREUD SILVER BLUE 
TOPFREUO2 


S 


FREUD SILVER CRYSTAL 
MILITARY GREEN 
TOPFREUO 





FREUD SILVER CRYSTAL CARAMEL 
TOPFREUOS 


UD 


Material: Color: 


Mazucchelli Acetate өө 5 


Surgical stainless steel £ 


Size: 46 mm 
Bridge: I9 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 





GINA CRYSTAL RED 
TOPGINAOI 


AT 


GINA BLACK 
ТОРСІМАОЗ 





DC 


GINA CRYSTAL NUDE 
ТОРСІМАО4 





СІМА ВКОУ/М 
TOPGINAO2 


INA 


Material: Color: 
Mazucchelli Acetate e e @ 


N CZ 


Size: 55 mm 
Bridge: 16 mm 
Temple: /45 mm 


NOIDOLS EYEWEAR 


09° 


MEGHAN HABANA 
MEGHOI 


99-2 


MEGHAN FUSION 
CARAMEL 
MEGHO2 


ж. 
y 


MEGHAN SILVER BLUE 
МЕСНО4 





MEGHAN FUSION GOLD ROSE 
MEGHOS 


МЕС 


Material: Color: 


Mazucchelli Acetate III) 


Surgical stainless steel - % 


Size: 46 mm 
Bridge: I9 mm 
Temple: 143 mm 





AKIRA COOPER 
AKIROS 


NOIDOLS EYEWEAR 


I 


AKIRA GOLD 
AKIROI 


AKIRA SILVER 
AKIRO2 


Ау? 


AKIRA GOLD ROSE 
AKIRO4 


МА УВА 


Material: Color: 


Stainless steel 6000 


Size: 49 mm 
Bridge: 22 mm 
Temple: /43 mm 


NOIDOLS EYEWEAR 


mam 
l 
: P d 
22 


HARRY SILVER 





HARRO2 
I 
HARRY BLUE 
HARROS3 
CN } 
HARRY GOLD ROSE 
HARROA 
HARRY GOLD 
HARROI 


PIAR 


Material: Color: 


Stainless steel @ @ e 


Size: 53mm 
Bridge: 18 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


OO SR 一 


MARTIN BLACK SILVER MARTIN GOLD 
MARTO4 MARTOI 


MARTIN GOLD ROSE 
MARTO2 


MARTIN RED 
MARTOS 





MARTIN ROSE 
MARTO9 


MARU ULN 


Material: Color: 


Stainless steel ее © © 


Size: 49 mm 
Bridge: 27 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


FX 
ХА v OO 


MARTIN SILVER MARTIN BLUE SILVER 
MARTOS МАК! 


` 
осо 


MARTIN BLACK GOLD 
MARTO7 
a —— à 
47 Ne, 
| “мч ` > \ 
e f. gm 
UY je < | Р | gg tj 
= e wa 

MARTIN BLUE P 
MARTIO 


MARTIN WHITE GOLD 
MARTO8 
Material: Color: 
Stainless steel © ©0 0 
00000 \ Jt 7 


Size: 49 mm 
Bridge: 2] mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


LOVATO BLUE LOVATO GOLD 
LOVAOS LOVAOI 





LOVATO PINK 
LOVAOS 


I 


LOVATO GREEN 
LOVAO4 





LOVATO ROSE GOLD 
LOVAO2 
Material: Color: 
Stainless steel еффее 
OO 
Size: 52 mm 
Bridge: 18 mm 


Temple: /43 mm 


NOIDOLS EYEWEAR 


J 
ص‎ - 
gs 


HOLMES GOLD 
HOLMOI 


HOLMES ROSE GOLD 
HOLMO2 


4 Ee 


O2 


— 


HOLMES WHITE SILVER 
HOLMOS 


Material: 
Stainless steel 


Size: 47 mm 
Bridge: 21mm 
Temple: 143 mm 





HOLMES BLACK COOPER 
HOLMO4 


Color: 


NOIDOLS EYEWEAR 


Xr 


KIDMAN HABANA 
TOPKIDMOI 


X)» 


KIDMAN CRYSTAL NUDE 
TOPKIDMOS 


KIDMAN CRYSTAL 


CARAMEL 
TOPKIDMOA 





KIDMAN CRYSTAL GREEN 

TOPKIDMO3 
Material: Color: 
Mazucchelli Acetate e Ө Ө 
Size: 56 mm 


Bridge: 16,5 mm 
Temple: 145 mm 


NOIDOLS EYEWEAR 


WX rr 


SHARON CRYSTAL 
GREEN 
TOPSHARO2 


00 


SHARON BLACK 
TOPSHARO3 


Or? 


SHARON CRYSTAL RED 
TOPSHARO4 





SHARON AMBER BROWN 
TOPSHAROI 


SARON 


Material: Color: 


Mazucchelli Acetate WII 


Size: 53 mm 
Bridge: 16,5 mm 
Temple: /45 mm 


NOIDOLS EYEWEAR 


SC N 
c 
LA 
EN 
ж” 


JOPLIN BLACK GOLD 
JOPOOI 


OO 


JOPLIN GOLD 
ЈОРОО2 


A 


C 


< 
P —~/ 
< 
~ 





JOPLIN DARK SILVER 
ЈОРООЗ 


JOPLIN WHITE COLD 
ЈОРОО4 


JOPEIN 


Material: Color: 


Stainless steel ефее 





Size: 54 mm 
Bridge: 20 mm 
Temple: /42 mm 


NOIDOLS EYEWEAR 


EILISH GOLD 
EILIOI 


OO 


EILISH GOLD ROSE 
EILIO2 


OO 


EILISH BLUE 
EILIOA 





EILISH ROSE GOLD 
EILIOS 


За 


Material: Color: 

Stainless steel e | 

Size: 47 mm | : : 
Bridge: 19 mm 


Temple: /43 mm 


NOIDOLS EYEWEAR 


i 


ص 
у‏ 


KAFKA GOLD ROSE 
TOPKAFKOI 


Se 一 


KAFKA SILVER 
TOPKAFKO2 


Se 一 


KAFKA GARNET 
ТОРКАЕКО4 





KAFKA GOLD 
ТОРКАЕКОЗ 


PIVA 


Material: Color: 
surgical stainless steel @ @ @ @ 


& >< 2 


Size: 55 mm 
Bridge: 14 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


SPRINGSTEEN GOLD 
SPRIOI 


= 


ge 


SPRINGSTEEN PINK 
SPRIO2 


— 


OO 


SPRINGSTEEN BLUE 





SPRIOS 
SPRINGSTEEN GREEN 
SPRIOA 
Material: Color: 


Stainless steel © © 060 (IC? 


Size: 56 mm 
Bridge: 15 mm 
Temple: 145 mm 


NOIDOLS EYEWEAR 


= без 


BEYONCE RED GOLD BEYONCE GOLD 
ВЕҮО05 BEYOOI 





BEYONCE TURQUOISE 
BEYOOS 


BEYONCE BLACK GOLD 
BEYOO4 





BEYONCE ROSE 
BEYOO2 


BENO 


Material: Color: 


Stainless steel 0060006 


Size: 54 mm 
Bridge: 16 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


سے 


Oo wo 


GISELE GOLD GISELE WHITE GOLD 
GISEOI GISEOS 


Oxo 


GISELE WHITE RED 
GISEOS 


س 
Й‏ 
< 
一‏ 


GISELE FUCSIA 
GISEOA 





GISELE BLACK GOLD 
GISEO2 


SEISE 


Material: Color: 


Stainless steel 1111. 


Size: 55 mm 
Bridge: 7 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


50-7 


SELENA HABANA 
SELEOI 


SELENA FUSION VIOLET 
SELEOS 





SELENA LEMON 
SELEO4 


SELENA RED 
SELES 


SELINA 


Material: Color: 


Mazucchelli Acetate 60600 


Surgical stainless steel 
| Zu Size: 50 mm 


Bridge: 19 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


JIMMY BLACK JIMMY ROSE 
JIMOOI JIMOO4 
JIMMY GOLD 

JIMOO2 


CO 


JIMMY SILVER 
JIMOOS 





JIMMY CARAMEL GOLD 
JIMOO5 


JIM 


Material: Color: 


Stainless steel O 00 © © & JX 


Size: 50 mm 
Bridge: 20 mm 
Temple: /42 mm 





NOIDOLS EYEWEAR 


AD 


EASTWOOD BLACK 
EASOO! 


OU 


EASTWOOD SILVER 
EASOOS 


SR 


EASTWOOD COOPER 


DARK SILVER 
ЕА5005 





EASTWOOD GOLD 
ЕА5002 


ST WOOD 


Material: Color: 


Stainless steel eee 





Size: 54 mm 
Bridge: 7 mm 
Temple: 142 mm 


NOIDOLS EYEWEAR 





REEVES DARK COOPER 
TOPREEVO2 





REEVES BLUE 
TOPREEVO3 


"| 





REEVES SILVER 
TOPREEVO4 


REEVES GOLD 
TOPREEVOI 


REEVES 


Material: Color: 
surgical stainless steel] о ө @ 


Size: 56 mm 
Bridge: 15 mm 
Temple: /40 mm 





HAYEK FUSION SILVER VIOLET 


TOPHAYEOS 


NOIDOLS EYEWEAR 


SG 一 


HAYEK FUSION 


GOLD BLACK 
TOPHAYEOI 


Xr? 


HAYEK FUSION 


GOLD ROSE 
TOPHAYEO2 


Kit 


HAYEK FUSION 


SILVER BLACK 
TOPHAYEO4 


PAY ELK 


Material: Color: 


Surgical stainless steel фо Ө Ө 
Cooper temples 


Size: 56 mm 
Bridge: 74 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


TURNER GOLD TURNER BLUE 
TURNOI TURNOS 





TURNER COOPER 
TURNO2 





TURNER VIOLET 
TURNO4 


TURNER GREEN 
TURNO3 


nU RINER 


Material: Color: 


Stainless steel ТІСІ. 


Size: 55 mm 
Bridge: 7 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


RO 


KURT SILVER 
KURTOI 


> 


KURT GOLD 
KURTO2 


KURT GREEN 
KURTO4 





KURT BLUE 
KURTO3 


KURT 


Material: Color: 
Surgical stainless steel ф Ф @ @ 


CAT Cooper temples 


Size: 57 mm 
Bridge: 14 mm 
Temple: /43 mm 





NOIDOLS EYEWEAR 


Oy 050 


BRUCE BLACK BRUCE 58 SILVER 
BRUOOI BRU58003 





BRUCE 58 BLACK 
BRU58001 


e 





BRUCE 58 GOLD 
BRU58002 


BRUCE RED 
BRUOO4 


BRUCE 


Material: Color: 


Stainless steel © © © © © 


Size: 56 mm 
Bridge: 16 mm 
Temple: 142 mm 


NOIDOLS EYEWEAR 


I 


CLOONEY DARK SILVER 
TOPCLOOO2 


OO 


CLOONEY GOLD ROSE 
ТОРСІОООЗ 


Li 


CLOONEY SILVER 
TOPCLOOOA 





CLOONEY GOLD 
TOPCLOOO! 


CLOONEY 


Material: Color: 
surgical stainless steel @ @ @ @ 


Size: 55 mm 
Bridge: /4 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


-- 


SMITH GOLD 
TOPSMITOI 


s 


SMITH GOLD ROSE 
TOPSMITO2 


-- 





SMITH SILVER 
TOPSMITO3 


SMITH COOPER 
TOPSMITOA 


SIMUL 


Material: Color: 
Surgical stainless steel @ @ @ 


Size: 52 mm 
Bridge: 18 mm 
Temple: /40 mm 





KLEIN GOLD ROSE 
TOPKLEIOI 


NOIDOLS EYEWEAR 





KLEIN GOLD 
TOPKLEIO2 


KLEIN BLACK 
TOPKLEIO3 


KLEIN SILVER 
TOPKLEIO4 


SEEN 


Material: Color: 


surgical stainless steel eeoo 
Cooper temples 


Size: 50 mm 
Bridge: 18 mm 
Temple: 140 mm 


NOIDOLS EYEWEAR 


RI 


AFFLECK BLUE NAVY 
TOPAFFLOI 


RI 


AFFLECK HABANA 
TOPAFFLO2 





AFFLECK CRYSTAL 
TOPAFFLO4 


AFFLECK MILITARY GREEN 
TOPAFFLOS 


APPLE 


Material: Color: 


Mazucchelli Acetate © © е 
Size: 55,5 mm 


Bridge: 16,5 mm 
Temple: /45 mm 





NOIDOLS EYEWEAR 


бо бл 


BARDOT CHERRY BARDOT BLACK 
BAROOS ВАКОО! 
ВАКООТ КЕО 


BAROO4 


OCT 





BARDOT CRYSTAL 
CHAMPAGNE 
BAROO5 
BARDOT HABANA 
BAROO2 
Material: Color: 
Acetate се се 


Size: 54 mm 
Bridge: 15 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


CT 


WHITNEY BLACK 
WHIOO! 


GC 


WITNEY HABANA 
WHIOO2 


X 


WHITNEY CRYSTAL 
CHERRY 
WHIOOA 





WHITNEY AMBER HABANA 
WHIOOS 


МАРШ Ае 


Material: Color: 

Acetate © © Ө e 

German Hinge SK 7 
Size: 54 mm Do orc asss 
Bridge: /5 mm 


Temple: /40 mm 


NOIDOLS EYEWEAR 


CYRUS ROSE 
ONECYRUOI 


CYRUS SILVER BLUE 
ONECYRUOS 





CYRUS GOLD 
ONECYRUO2 


GYRUS 


Material: Color: 


Stainless steel Il. 





Size: 52 mm 
Bridge: 2] mm 
Temple: 142 mm 


NOIDOLS EYEWEAR 


x 


А 
= 


OLDFIELD GOLD 
TOPOLDFOI 


OLDFIELD SILVER 
TOPOLDFO2 





OLDFIELD GOLD ROSE 


ОҚЫ» ШЫ ЫЫ) 


Material: 


Surgical stainless steel 


Size: 55 mm 
Bridge: I9 mm 
Temple: 145 mm 


NOIDOLS EYEWEAR 


GOS 


GERRY GOLD 
GEROOI 


ОР 


ES 
ж- 


GERRY COOPER 
GEROOS 





GERRY SILVER BLUE 
СЕКОО4 


GERRM 


Material: Color: 
Stainless steel © Q 6 
Size: 53 mm 

Bridge: 21mm 


Temple: 142 mm 


NOIDOLS EYEWEAR 


SO 


RALPH BLACK 
ONERALPOI 


Se 


RALPH BLUE 
ONERALPO2 





RALPH BROWN 
ONERALPOS3 
Material: Color: 
Stainless Steel e С) e 
Size: 54 mm 
Bridge: 7 mm 


Temple: 140 mm 





MARLEY CARAMEL HABANA 
MAROOS 


NOIDOLS EYEWEAR 


00° 


MARLEY DARK 
HABANA 
MAROOI 


MARLEY HABANA 
MAROO2 


REEM 


Material: 
Acetate 
German Hinge 


Size: 49 mm 
Bridge: /9 mm 
Temple: /40 mm 


Color: 


NOIDOLS EYEWEAR 


Ses 


WINEHOUSE BLACK 
WINOOI 


GC 


WINEHOUSE HABANA 





PINK 
WINOO3 
WINEHOUSE NUDE HABANA 
WINOO2 
Material: Color: 
Acetate © Ө © 


German Hinge 


Size: 53 mm AT 


Bridge: 15 mm 
Temple: /40 mm 





FONDA GOLD WHITE 
TOPFONDO4 


NOIDOLS EYEWEAR 


89 


FONDA CRYSTAL RED 
TOPFONDOI 


DC" 


FONDA BLACK 
TOPFONDOS 


EONDA 


Material: 
Mazucchelli Acetate 
Surgical stainless steel 


Size: 51 mm 
Bridge: /8 mm 
Temple: 143 mm 


Color: 


NOIDOLS EYEWEAR 


OC 


AMY AMBER HABANA 
ONEAMYO 


осу? 


AMY RED 
ONEAMYOA 


Material: Color: 


Acetate e Ф Ө 


Stainless steel 


Size: 52 mm 
Bridge: 16 mm 
Temple: /40 mm 





AMY BLACK 
ONEAMYO 





FLOYD HABANA PINK 
FLOO02 


NOIDOLS EYEWEAR 


IT 


FLOYD HABANA 
FLOOOI 





FLOYD CRYSTAL 
CHAMPAGNE 
FLOOOS 


Käfeg 


Material: 
Acetate 
German Hinge 


Size: 50 mm 
Bridge: /9 mm 
Temple: /40 mm 


Color: 


NOIDOLS EYEWEAR 


No 


EMMA BLACK 
ОМЕЕММАО! 


Se 


EMMA CRYSTAL NUDE 
ОМЕЕММАО2 


EMMA 


Material: 
Ecologic Acetate 
German Hinge 


Size: 53 mm 
Bridge: 15 mm 
Temple: /40 mm 





Color: 


EMMA CRYSTAL GREEN 
ONEEMMAOS 


NOIDOLS EYEWEAR 


SRS 一 


MIKA COOPER 
ONEMIKAOI 


So 


MIKA GOLD 
ONEMIKAO2 





MIKA SILVER 
ONEMIKAO3 


МІ 


Material: Color: 


Stainless steel II, 





Size: 50 mm 
Bridge: 20 mm 
Temple: 142 mm 


NOIDOLS EYEWEAR 


GO 


EINSTEIN BLUE NAVY 
EINSOS 


©су 


EINSTEIN CRYSTAL 
EINSO4 





EINSTEIN CRYSTAL GREY 
EINSOI 


EIINSMEIN 





Material: Color: 

Ecologic Acetate е е 

German Hinge x yÇ 
Size: 49 mm = f u 
Bridge: I9 mm 


Temple: 145 mm 





HOUSTON SILVER 
ONEHOUSOS 





NOIDOLS EYEWEAR 


095 


HOUSTON ROSE 
ONEHOUSOI 


©су? 


HOUSTON GOLD 
ONEHOUSO2 


HOUSTON 


Material: 
Stainless steel 


Size: 55 mm 
Bridge: 18 mm 
Temple: 142 mm 


Color: 


NOIDOLS EYEWEAR 


ANISTON FUSION 


GOLD BLACK 
TOPANISOI 


ANISTON FUSION 
SILVER VIOLET 
TOPANISO4 





ANISTON SHINNY GOLD BLACK 


ANISION о 


Material: Color: 

Surgical stainless steel фФӨ 

Cooper temples (KF 
p 

Size:56 mm — иа > 

Bridge: 4 ттт 


Temple: /40 mm 





NEWMAN BLACK AMBER 
NEWOOS 


NOIDOLS EYEWEAR 


CO2 


NEWMAN BLACK 
NEWOOI 


Ro 


NEWMAN BLACK GREY 
NEWOO2 


MAIN 


Material: 
Stainless steel 


Size: 5] mm 
Bridge: 20 mm 
Temple: 142 mm 


Color: 


NOIDOLS EYEWEAR 


> 


PORTMAN GOLD 
TOPPORTOI 


PORTMAN BLUE SILVER 
TOPPORTO4 





PORTMAN GOLD ROSE 
Material: Color: 
Surgical stainless steel ee € 
Size: 53 mm ` 
Bridge: 18 mm 


Temple: /40 mm 


NOIDOLS EYEWEAR 


59-4 


LINCOLN BLUE 
TOPLINCO2 





LINCOLN ORANGE 
TOPLINCO4 


EINCOEN 


Material: Color: 
Acetate Mazzucchelli 


COC Surgical Stainless Steel 


Size: 48 mm 
Bridge: 20 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


OO 





STONES BLACK 
STOOO3 
STONES SILVER 
STOOD 
Material: Color: 
Stainless steel @ е 
SIT 
Size: 5] mm 
Bridge: 21 mm 


Temple: 142 mm 


NOIDOLS EYEWEAR 


OT 


SCARLETT COOPER 
TOPSCARO4 





SCARLETT SILVER 


TOPSCAROS 
Material: Color: 
Surgical stainless steel @ @ 
47 Cooper temples 
» NND i Size:55 mm 
Bridge: 16 mm 


Temple: /40 mm 


NOIDOLS EYEWEAR 


HABANA SILVER 
ONECAREO2 





HABANA COOPER 
ONECAREO! 
Material: Color: 
Stainless steel e o 
Size: 53 mm Se НИНА 3 
Bridge: 18 mm 


Temple: 142 mm 


NOIDOLS EYEWEAR 


SO 


NICHOLSON BLACK 





NICOO! 
NICHOLSON CRYSTAL GREY 
МСООЗ 
Material: Color: 
Acetate C) С) 


LY И 


Size: 54 mm 
Bridge: 16 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


OC 


SENNA BLACK 
SENOO2 





SENNA DARK GREY 
SENOOS 


NINA 


Material: Color: 
Stainless Steel e e 


Size: 52 mm 
Bridge: 20 mm 
Temple: 142 mm 


NOIDOLS EYEWEAR 


GC 


DAVIS HABANA 
DAVOO2 





DAVIS CHERRY 
DAVOO4A 


DAV 


Material: Color: 


Acetate @ C 


Stainless steel 


Size: 50 mm 
Bridge: 18 mm 
Temple: /40 mm 


NOIDOLS EYEWEAR 


AGATHA CRYSTAL ROSE 
TOPAGATOI 





2) 


AGATHA SILVER BLUE 
ТОРАСАТО4 


„СОЈА RA 


Material: Color: 
Mazucchelli Acetate e e 


Surgical stainless steel K >Ç 7 
Size: 50 mm | 


Bridge: 18 mm 
Temple: 143 mm 


NOIDOLS EYEWEAR 


Str? 


PACINO HABANA PINK 
РАСООЗ 





РАСМО НАВАМА 
РАСОО2 


PACING 


Material: Color: 


Acetate eo e 


Stainless steel 


Size: 50 mm 
Bridge: 7 mm 
Temple: 140 mm 


NOIDOLS EYEWEAR 





REDFORT HABANA 
TOPREDFO4 


HOPKINS 


Material: Color: 
Surgical stainless steel Фә 


Cooper temples % жЖ2 


Size: 50 mm 
Bridge: 20 mm 


Temple: /40 mm HOPKINS SILVER 
TOPHOPKO2 





BOWIE HABANA 
BOWOO2 


NOIDOLS EYEWEAR 


BOWIE 


Material: 
Acetate 
German Hinge 


Size: 54 mm 
Bridge: 77 mm 
Temple: 740 mm 


Color: 


NOIDOLS EYEWEAR 





GREASE BLACK 
(б ©; GREOO! 
Material: Color: 

Acetate © 

German Hinge "IT 
Size: 55 mm = а 
Bridge: 17 тт 


Temple: /40 mm 


NOIDOLS EYEWEAR 





SINATRA HABANA 
SINOO2 


SOUL NIST ERAN 


Material: Color: 
Acetate @ 


УМ 7 Stainless Steel 


Size: 55 mm 
Bridge: 18 mm 
Temple: /40 mm 


NO»>IDOLS 


кү es (ЕАС 


Follow us! (Qnoidols, official 


NO IDOLS - SUSTAINABLE EYEWEAR 


